DART AEROSPACE LTD 
Work Order: 



Description: Crosstube High Aft (OH-58) 
Part Number: 
D058-676-201 



Inspection Dwg: D058-676-241 
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Required Dimension 
Min 
Max 


Height 
23.92 
24.04 


1/2 Span 
40.86 
40.98 


Angle 
54 
56 


Total Span 
81.72 
81.96 



Comments 



QC15 Inspection 


Date 


Rev 
Date 
Change 
Revised by 
Approved 


A 
07.02.06 
New Issue 
KJ/JM 


B 
08.04.21 
Dwg Rev updated 
KJ/JM 



